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NARA RG104, Entry 1, Box 117 


U.S. Mint, at Philada. 
M & R Department, 
Phila. 

June 6, 1879 


Sir, 
Upon examining Prices Current after writing to you yesterday, I found that I 
overestimated the price of soda-ash, when I stated 3¢ as the present price, but it was 2 4 ¢ as 


stated above the list of prices. 


I have just recd. a corrected bill from Savage & Stovell @ 2 4 ¢ sent I suppose when my 
note of 4th Inst. drew their attention to it & I asked for statement of percentage of real alkali. 


Respectfully yours, 
Jas. C. Booth 


Hon. A. Loudon Snowden, 
Superintendent. 


